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All Stores 

promj 

Jim Selllas 

DATE] 

June 28,1994 

RE! 

RJh Cigarettes 


one Sheet Advertising ProgramlSd by 46) 

All atoires are to allow the placement ot a 30 inch 
by 46 inch eign that will be placed in the front window. 
Each store will use the epace listed below. 

7B " window on left of entranoe, inside store plaaement. 
209 - window between entrance and exit on outside. 

360 - window on right of entranoe, inside etore. 

410 > Slanted window on right o£ entrance, inside store. 

46S - alanted window on right of entrance. 

480 - window on left of entrance behind ice machine. 

593 - Slanted window on right of entrance. 

641 - window on right Of entrance. 

773 - window on left of entranoe. 

927 - window on right of entrance. 

X277-' window on street side to right of entrance. 


If you have any questions, please call me. 


Source; https://www.industrydocuments.ucsf.edu/docs/fmhn000G 
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Corpgr^te N«me! Crwnwell Uciuort, Inc, T/A Home Liqocfrs 
4^5 BoJ«v*rd, Elmwood Park, NJ 074O7-20B0 
Telephone (a0l)703>92(X) FAX (20l)701-l355 


FAX TRANSMISSION COVER LETTER 


• To: 


• Fax nurYiber; 
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♦ Date: 
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• Comments: 


• Pages {Including this sheet) 


Source: https://www.industrydocuments.ucsf.edu/docs/fmhnOO OO 
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